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TAGS: ESTC, COCOM, US, RO 

SUBJECT: US OSCILLOSCOPE TO ROMANIA - IL 1584 

REFS: A. COCOM DOC(73)1056 
B. OECD PARIS 22079 


1. QUESTION A, REF. B, IS IMPOSSIBLE TO ANSWER. IN INDUS- 
TRIAL AUTOMATION EQUIPMENT IT IS OFTEN NECESSARY TO MEASURE 
WAVEFORMS RESULTING FROM SWITCHING OPERATIONS, ELECTRICAL 
DISCHARGES, INTERMITTENT CONTACTS AND THE LIKE. SUCH WAVE- 
FORMS ARE NORMALLY COMPLEX AND MAY BE REPRESENTED IN TERMS 
OF FOURIER ANALYSIS AS THE EQUIVALENT OF THE SUPERPOSITION 

OF AN INFINITE NUMBER OF SIGNALS OF VARYING AMPLITUDES WITH 
AN INFINITE NUMBER OF FREQUENCIES. 

2. RE QUESTION B, A PLANT MANUFACTURING CHEMICAL FIBERS 
WOULD REASONABLY HAVE A NEED FOR AUTOMATION EQUIPMENT 
FOR CONTROL AND MONITORING PURPOSES. IN THIS DAY AND AGE 
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SUCH EQUIPMENT IS COMMONLY BASED ON ELECTRONICS. ROGERS 
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